' . JA  ft  • T .ME  GROUP 


: 21  Nov.  66 


i 3.  SOURCE 


Civilian 


2300Z 


i 4.  NUMBER  OF  OBJECTS 


PROJECT  IC073  RECORD 


LOCATION 


Furlong,  iJ r. r. 


10.  CONCLUSION 


Astro (meteor) 


m 

O k 1 C 1*1  ^ U k 1 W i? 


one 


LENGTH  OF  OBSERVATION  1).  URIEI*  SUMMARY  AND  ANALYSIS 


1 second 


6.  TYPE  OF  OBSERVATION 

Ground  Visual 


7.  COURSE 

southward 


8.  PHOTOS 
O Y©s 

:ccno  


9.  PHYSICAL  EVIDENCE 


Observer  noted  a lighted  moving  object  that  was  flat  ana 
circular  like  the  horizontal  pictures  of  the  UFOs,  There 
was  luminescence  in  the  area  around  the  object.  The 
object  moved  quickly  across  the  sky  be in?  visible  for 
only  about  one  second.  The  observers  dogs  showed  no 
reaction  to  the  object. 

The  description  is  consistent  witn  tnat  of  a meteor 

■ 

observation. 
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FORM 

FTD  SEP  63  0-329  (TDE)  previojh  editiui.*  oi  i ♦ b i l r ■ v.4  m a y u s c i* 
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Pknna.  IK925 


November  22,  1966 


U,3.  Naval  air  Station 
T/lllow  Grove,  Pa, 


Dear  Sirs* 


I wish  to  report  seeing  what  I believe  was  a UFO*  It 
was  last  evening,  November  21st,  a few  minutes  before  6 P»&« 

I had  just  fed  ny  dogs  in  the  house  and  stepped  out  in  the 
yard  with  them.  It  wa3  dark  and  the  star3  were  out,  I looked 
at  the  sky  over  Doylestown  and  saw  a lighted  moving  object. 

It  was  flat  and  circular  like  the  horizontal  pictures  of  the 
UFO.  There  was  luminescence  in  the  area  around  the  object. 

It  moved  quickly  across  the  sky  over  Doylestown  and  vanished 
south  taking  somewhat  the  route  of  202,  No  airplanes  were 
in  the  sky  at  the  time.  I'd  say  the  object  was  about  the 
size  of  a plane  aiid  flying  at  about  the  same  height.  There 
was  just  a long  second  t do t 1 could  see  it.  My  first  reaction 
was  **A  lot  of  people  will  see  that  one",  as  it  was  so  clear. 


But  I have  just 

no  other  reports 
otherwise  alone. 


called  the  " Intel  1 igencer'*  end  they  have  had 

, My  dogs  showed  no  reaction,  and  I was 

I live  in  the  country  between  Forest  Grove 


